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THE SOURCE EVALUATIONS IN THIS BEPOBT ABE DEFINITIVE. 
THE AFFBAISAL OF CONTENT IS TENTATIVE. 

(FOB KEY SEE BEVEBSE) 


from VEB Furikwerk 

Dabendorf the program for the standardization of variable 

condensers had to be revised. The entire plan was transferred from 
Dabendorf to VEB Jhinkwerk Koepeni ok, where it was assigned to fritz Hamsch 
of Department TEF^' The Working Group Variable Gondensers (Arbeitskreis 
Veraenderbare Kondensatoyen), whose head was Dipl, Ing. G. Seidel of the 
Werk fuer Fernmel deweaen and of which Hans oh was a member # was also to 
continue the work 
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